For the  foregoing reasons,   the  judge's  decision  is  reversed and the
proceeding is  remanded  for proceedings   consistent  with   this  decision.

Rosemary M/Collyer,   Chairman

L.   Glair Nelson,   Commissionererence to the Surface Manual, previously we have cautioned
